DOCKETED ITEMS       91

9109100376 Summary of Operating Reactors Events Meeting 91-14 on 910807.List of
attendees & significant elements of principle events encl.

CHAFFEE.A.E. Events Assessment Branch. 91/08/16. ROSSI.C.E. Division of Oper-
ational Events Assessment (Post 870411). 12pp. 59056:328-59056:339.

9109100316 Submits revised schedule for submittal of proposed amend to Tech Specs
to improve surveillance test for emergency svc water pumps.Amend will be submitted
no later than 911031 to permit incorporation of ref to inservice insp program.
BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/09/06. Document Control Branch (Document Control Desk). 2pp. 59061:285-
59061:286.

9109130107 Forwards status rept on 18 tasks committed to by util to complete re-
sponse to Generic Ltr 88-14, "Instrument Air Supply Problems Affecting Safety-Relat-
ed Equipment." Only 4 of 18 tasks remain to be completed.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/09/10. Document Control Branch (Document Control Desk). 10pp. 59107:352-
59107:361.

9109200095 Provides progress of Region I 910220-21 engineering symposium action
itemsjncluding  guidance  on   operability   &   reportability.endorsing   BSAC-125   for
10CFR59.59 reviews & training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. CONVERSE.R. Power Authority of
the State of New York (New York Power Authority). 3pp. 59156:209-59156:211.

9109190108 Forwards response to NRC 910123 request for addl info & 910117 telcon
w/NRC & NRC contractors re station blackout.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/09/13. Document Control Branch (Document Control Desk). 260pp. 59148:069-
59148:198.

9109190209 Forwards Vols 1 & 2 of "JA Fitzpatrick Nuclear Power Plant Individual Plant
Exam (IPE)," including Level I (internal events core damage frequency) & Level II
(containment performance) IPE analysis.per Generic Ltr 88-20.
BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/09/13. Document Control Branch (Document Control Desk). 3pp. 59159:036-
59163:355.

-9109190213 Vols 1 & 2 of "JA Fitzpatrick Nuclear Power Plant Individual Plant Exam,"
per Generic Ltr 88-20, "Individual Plant Exam for Severe Accident Vulnerabilities."
* Power Authority of the State of New York (New York Power Authority). 91/08/31.
1,800pp. 59159:039-59163:355.

9109260047 Advises that response to request for addl info re safety relief valve set-
points will be provided by 911115.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/09/13. Document Control Branch (Document Control Desk). 2pp. 59217:206-
59217:207.

9109270059 Denies licensee 910702 request for relief from ARI sys diversity require-
ments of 10CFR50.62,due to failure to demonstrate that ARI diversity requirements
would result in undue hardship & present "special circumstances."
VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 91/09/13. BEEDLE.R.E.
Power Authority of the State of New York (New York Power Authority). 4pp.
59221:080-59221:083.

9109250169 Responds to 910531 request for spectra curves for review of proposed
changes to Tech Specs re spent fuel pool storage capacity.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/09/19. Document Control Branch (Document Control Desk). 20pp. 59194:133-
59194:152.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109170046 Ack receipt of 910820 Itr informing NRC of steps taken to correct violations
noted in confirmatory action Itr CAL-RI-91-10.

BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/28. FITZPATRICK.J. Power Au-
thority of the State of New York (New York Power Authority). 2pp. 59109:056-
59109:058.

-9109170053 Responds to violations noted in confirmatory action Itr CAL-RI-91-10.Cor-
rective actions:addl training provided for licensed operators in print reading & written &
operating exams administered during wk of 910610.

CONVERSE.R.J. Power Authority of the State of New York (New York Power Author-
ity). 91/08/20. MARTIN.T.T. Region 1 (Post 820201). 1p. 59109:058-59109:058.

9109240088 Forwards safety insp rept 50-333/91-15 on 910714-0817.No violations
noted.

COWGILL.C.J. Region 1 (Post 820201). 91/09/04. CONVERSE.R. Power Authority of
the State of New York (New York Power Authority). 3pp. 59173:275-59173:292.

-9109240095 Safety insp rept 50-333/91-15 on 910714-0817. No violations noted. Major
areas     inspectediplant     operations.radiological     controls     &     maint.emergency
preparedness.security.engineering & technical support & QA/safety verification.
HAVERKAMP.D.R. Region 1 (Post 820201). 91/08/29. 15pp. 59173:278-59173:292.

9109100316 Submits revised schedule for submittal of proposed amend to Tech Specs
to improve surveillance test for emergency svc water pumps.Amend will be submitted
no later than 911031 to permit incorporation of ref to inservice insp program.
BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/09/06. Document Control Branch (Document Control Desk). 2pp. 59061:285-
59061:286.

9109110019 Responds to NRC 910809 Itr re violations noted in Insp Rept 50-333/91-14
on 910609-071 S.Corrective actions:shifts counseled on need to use approved proce-
dures & operator aid posted on 115 KV control panel.

CONVERSE.R.J. Power Authority of the State of New York (New York Power Author-
ity). 91 /09/06. Document Control Branch (Document Control Desk). 4pp. 59088:338-
59088:341.

9109240061 Forwards safety insp rept 50-333/91-10 on 910617-21 .No violations noted.
DURR.J.P. Region 1 (Post 820201). 91/09/10. BEEDLE.R.E. Power Authority of the
State of New York (New York Power Authority). 3pp. 59173:119-59173:129.

-9109240065 Safety insp rept 50-333/91-10 on 910617-21.No violations noted.Major
areas inspected:safety insp of licensee water chemistry control program at plant.
MEDOFF.J.,   GRAY.E.H.   Region   1   (Post   820201).   91/08/13.   8pp.   59173:122-
59173:129.

9109230014 Forwards safety insp rept 50-333/91-19 on 910819-23. Weaknesses identi-
fied in areas such as procedure details, procedure interpretation a implementation.
JOYNER.J.H. Region 1 (Post 820201). 91/09/12. BEEDLE.R. Power Authority of the
State of New York (New York Power Authority). 3pp. 59156:080-59156:094.

-9109230017 Safety insp rept 50-333/91-19 on 910819-23.Number of weaknesses
identified in areas of procedure details, procedure interpretation &
implementation.Major areas inspected:radiological controls program.training & audits.
SHERBINI.S. Region 1 (Post 820201). 91/09/03. 12pp. 59156:083-59156:094.

9109190241 Responds to NRC 910731 Itr re violations noted in insp rept 50-333/91-08
on 910425-0503.Corrective actions:maint Dept established time goal & instrument &
control dept reviewed procedures.

CONVERSE.RJ. Power Authority of the State of New York (New York Power Author-
ity). 91/09/13. Document Control Branch (Document Control Desk). 7pp. 59165:262-
59165:268.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050100 "JA Fitzpatrick Effluent & Waste Disposal Semiannual Rept, Jan-June
1991." W/910829 Itr.

CONVERSE.R. Power Authority of the State of New York (New York Power Authority).
91/06/30. MARTIN.T.T. Region 1 (Post 820201). 21pp. 59031:069-59031:089.

9109050127 Forwards fitness-for-duty program performance rept covering Jan-June
1991.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/08/27. Document Control Branch (Document Control Desk). 10pp. 59019:027-
59019:036.

9109040346 Forwards amended page to "JA Fitzpatrick Nuclear Power Plant Effluent &
Waste Disposal Semiannual Rept,Jan-June 1991," reflecting change in total curies
shipped offsite for disposal or burial.

CONVERSE,R. Power Authority of the State of New York (New York Power Authority).
91/08/30. MARTIN.T.T. Region 1 (Post 820201). 1p. 58954:280-58954:281.

-9109040348 Amended page to "JA Fitzpatrick Nuclear Power Plant Effluent & Waste
Disposal Semiannual Rept.Jan-June 1991."

*  Power Authority of the State of New York (New York Power Authority). 91/06/30.
1 p. 58954:281-58954:281.

9109100330 Monthly operating rept for Aug 1991 for JA Fitzpatrick Nuclear Power
Plant.W/910904 Itr.

COOK.J., CONVERSE.RJ. Power Authority of the State of New York (New York
Power Authority). 91/08/31. 5pp. 59080:356-59080:360.

S. Rcportable occurrences, LERs & related correspondence

9109160203   LER   91-013-00:on   910731,both  standby  liquid  control   sys  declared
inoperable.Caused by loss of pump discharge accumulator precharge.Both accumula-
tors immediately recharged & placed on increased monitoring.W/910827 Itr.
GRADY.M., CONVERSE.R.J. Power Authority of the State of New York (New York
Power Authority). 91/08/27. 5pp. 59127:067-59127:071.

9109110138   LER   91-014-00:on   910717,inboard   LPCI   injection   valve   failed   to
open.Caused by hydraulic locking of valve bonnet.AII four valves were modified to
place bonnet vent to high pressure side of valves.W/910904 Itr.
GRADY.M., CONVERSE.RJ. Power Authority of the State of New York (New York
Power Authority). 91/09/04. 6pp. 59095:276-59095:281.

9109270193 LER 91-015-00:on 910819,high pressure coolant injection sys
inoperable.Caused by slow response time due to changed hydraulic valve setting due
to deficient procedure. Relief valve setpoint adjusted.

MURPHY.D.. CONVERSE.R.J. Public Service Co. of New Hampshire. 91/09/18. 5pp.
59263:221-59263:225.

T. Hearing transcripts on non-antitrust matters

9109100079 Transcript of ASLB 910905 proceedings in Syracuse,NY in ref to util JA
Fitzpatrick plant & DM Manning.SRO suspension.Pp 1-59.

*  Atomic Safety and Licensing Board Panel. 91/09/05. 61pp. 59077:259-59077:325.

V. Operator Examinations

9109160190 Mod of 910502 order suspending license (effective immediately) for min of
three yrs from date of order.License may be reinstated &/or renewed pending evi-
dence that holder completed three yr drug rehabilitation program.
SNIEZEK.J.H. Dep Exec Dir for Nuc Reactor Reg,Regional Operations & Research
(Post 890205). 91/08/09. MANNING.D.M. Affiliation Not Assigned. 7pp. 59108:177-
59108:183.231.
